EÐ Audi AG Wiring Diagram No. 82/ 1 


Automatic Transmission (DSG) 7-Speed OCk , (G1C) 
From December 2013 


04.2020 


SD Audi AG Wiring Diagram No. 82 / 2 


Transmission Fluid Temperature Sensor, Temperature 


| 1 i Sensor in Control Module, Hydraulic Pressure Sensor 1, 
i tt SA12 Drive Position Sensor, Transmission Control Module 
Sms | T G93 Transmission Fluid Temperature Sensor 
Wia Wi2a G510 Temperature Sensor in Control Module 
þr beð G545 Hydraulic Pressure Sensor 1 
ljá = hs G546 Hydraulic Pressure Sensor 2 
G676 Drive Position Sensor 
123 2 123 J217 Transmission Control Module 
AR #2 ER SA12 Fuse 12 (On Fuse Panel A) 


$113 Automatic Transmission Control Module Fuse 
TV2 Terminal 30 Wire Junction 
T23 23-Pin Connector 


FaN 
( 14 ) Ground Connection on Transmission 
QS 
& J217 b —~ 
= = === = = ( g5 ) Ground Connection 1 (in Engine/Motor Compartment Wiring 
Ei \2/ Hamess) 
G545 G546 G676 G93 G510 A 54) Ground Connection 2 (in Engine/Motor Compartment Wiring 
Nay, Harness) 
23 3 — 
2 2 (4 áð. \ Ground Connection 3 (in Engine/Motor Compartment Wiring 
N 717 Harness) 
. Ge) Ground Connection 4 (in Engine/Motor Compartment Wiring 
\~_/ Harness) 
aa Ground Connection 5 (in Engine/Motor Compartment Wiring 
, NC Harness) 
t i fs ae, Ground Connection 7 (in Engine/Motor Compartment Wiring 
IC Harness) 
"AD 
(645 ) Ground Connection 1 on Bulkhead 
4 
( 550 | Positive Connection (30) (in Engine/Motor Compartment Wiring 
IC Harness) 
* Refer to Applicable Engine Wiring Diagram 
= white *2 Refer to Applicable Wiring Diagram for Fuse Positions 
= black *3 Omitted as a Running Change 
= red *4 Running Change 
= red 
= brown 
= green 
= blue 
= grey 
= lilac 
= lilac 
= yellow 
= orange 
= pink 
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SD Audi AG Wiring Diagram No. 82/ 3 


Gear Position Distance Sensor 1, Transmission Input 
Speed Sensor 2, Transmission Input Speed Sensor 1, 
Transmission Fluid Temperature Sensor 2, Transmission 
Fluid Auxiliary Hydraulic Pump Rotor Position Sensor, 
Transmission Control Module, Transmission Fluid Auxiliary 
Hydraulic Pump, Transmission Electric Pump 2 


G487 Gear Position Distance Sensor 1 
G488 Gear Position Distance Sensor 2 
G489 Gear Position Distance Sensor 3 
G490 Gear Position Distance Sensor 4 
G612 Transmission Input Speed Sensor 2 


G487 G488 G489 G490 G632 G612 G632 Transmission Input Speed Sensor 1 
® ® G754 Transmission Fluid Temperature Sensor 2 
( == ——r = SSq n m G847 Transmission Fluid Auxiliary Hydraulic Pump Rotor Position 
Sensor 
& J217 } EF 

~ —— J217 Transmission Control Module 

| @ | J623 Engine/Motor Control Module 
SA1 Fuse 1 (On Fuse Panel A) 


T5bh 5-Pin Connector 


G847 
V552 Tí4u 14-Pin Connector, Left Plenum Chamber E-Box Connector 
. 23 T23 23 Station, Black 
SA /6 p° n T17b 17-Pin Connector, Left Plenum Chamber E-Box Connector 
i Station 
T i T23 23-Pin Connector 
7 0.35 0.35 0.35 V552 Transmission Fluid Auxiliary Hydraulic Pump 
Í bl viwa bisw V553 Transmission Electric Pump 2 
[i (ne) Selector Lever P/N Position Connection (in Motronic Multiform 
1.0 | E26 Kan Hs 
gr i KO Fuel Injection Wiring Harness) 
a * Refer to Applicable Engine Wiring Diagram 
efer to ic 
Jr T5bh Bison a PP 9 g viag 
1 2 3 
T17b 
T14u 
bh 4. 
5 
0.35 0.35 
m bl/sw bl/sw 
1.0 
m br | 
bes Fe we ws = white 
4 4 i sw = black 
J623 t = red 
* br = brown 
gn = green 
bl = blue 
gr = grey 
li = lilac 
vi = lilac 
ge = yellow 
15 16 17 18 19 20 21 22 23 24 25 26 27 28 or = orange 
TAARN] rs = pink 
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SD Audi AG Wiring Diagram No. 82/ 4 


Transmission Control Module, Solenoid Valve 4, Solenoid 
Valve 5, Solenoid Valve 6, Automatic Transmission 
Pressure Regulating Valve 1, Powertrain CAN Bus High 
Wire Junction, Powertrain CAN Bus Low Wire Junction, 
Powertrain CAN Bus High Wire Junction 2 


J217 Transmission Control Module 

J533 Data Bus on Board Diagnostic Interface 

J623 Engine/Motor Control Module 

N88 Solenoid Valve 1 

N89 Solenoid Valve 2 

N90 Solenoid Valve 3 

N91 Solenoid Valve 4 

N92 Solenoid Valve 5 

N93 Solenoid Valve 6 

N215 Automatic Transmission Pressure Regulating Valve 1 

N216 Automatic Transmission Pressure Regulating Valve 2 

N217 Automatic Transmission Pressure Regulating Valve 3 

N218 Automatic Transmission Pressure Regulating Valve 4 

T14t 14-Pin Connector, Left Plenum Chamber E-Box Connector 
Station, Black 

T17a 17-Pin Connector, Left Plenum Chamber E-Box Connector 
Station 

T23  23-Pin Connector 

T32b 32-Pin Connector 

T46a 46-Pin Connector 

T46b 46-Pin Connector 

TV33 Powertrain CAN Bus High Wire Junction 

TV37 Powertrain CAN Bus Low Wire Junction 

TV79 Powertrain CAN Bus High Wire Junction 2 

TV82 Powertrain CAN Bus Low Wire Junction 2 


N215 N216 N217 Nats Nes Nag Ngo N91 N92 N93 


nee 035 (B383) Powertrain CAN Bus High Connection 1 (in Main Wiring Harness) 


or/br or/br 


0.35 


(B390) Powertrain CAN Bus Low Connection 1 (in Main Wiring Harness) 


B390 ; \ E93 | CAN Bus, High Connection, 1 (in Engine Wiring Harness) 
J623 / Sar r Copyright A 
* ws = white (mn, . 8 P já 
Á Á Ei sw- = black (E94) CAN Bus Low Connection 1 (in Engine Wiring Harness) 
Ouan orr ir z ki * Refer to Applicable Engine Wiring Diagram 
fro fre br = brown 
gn = green 
gr = grey 
J533 li = lilac 
vi = lilac 
ge = yellow 
29 30 31 32 33 34 35 36 37 38 39 40 41 42 or = orange 
TAN Mana] rs = pink 
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0.35 
gr/sw 


0.35 
gnivi 


Wiring Diagram 


r r 


329 329 
128 125 
0.35 0.35 0.5 0.573 
bl/sw ge/sw sw/br sw/br 
J217 
14723 23 
J“ 15 
0.35 
B286 bl/gr 
0.35 
gr/ws 
T17b T17b 
1 12 
T14u T14u 0.35 
12 #2 3 #2 swibr 
| 0.35 
bl/gr 
0.35 0.35 
griws  sw/br Jue ce 


31 ws = white 
sw = black 
ro = red 
rt = red 

0.5 . br = brown 
br (ws) gn = green 
> bl = blue 
15 gr = grey 
br li = lilac 

vi = lilac 
ge = yellow 

43 44 45 46 47 48 49 50 51 52 53 54 55 56 or = orange 
FÆSKNRSNANAÐN | rs = pink 


No. 82/5 


Transmission Park Selector Switch, Transmission Control 
Module, Vehicle Electrical System Control Module, Selector 
Lever Sensor System Control Module, Shift Lock Solenoid 


F305 
J217 
J393 
J519 
J587 
N110 
SF2 
SF4 
ST4 
T4ca 
T10n 
T14u 


117b 


Transmission Park Selector Switch 

Transmission Control Module 

Comfort System Central Control Module 

Vehicle Electrical System Control Module 

Selector Lever Sensor System Control Module 

Shift Lock Solenoid 

Fuse 2 (On Fuse Panel F) 

Fuse 4 (On Fuse Panel F) 

Fuse Panel 4 

4-Pin Connector 

10-Pin Connector 

14-Pin Connector, Left Plenum Chamber E-Box Connector 
Station, Black 

17-Pin Connector, Left Plenum Chamber E-Box Connector 
Station 

23-Pin Connector 

32-Pin Connector 

32-Pin Connector 


Ground Connection 8 (in Main Wiring Harness) 


) Ground Connection 1 on Center Tunnel 


Positive Connection 10 (15a) (in Main Wiring Harness) 


Connection 58s (in Main Wiring Harness) 3 
Refer to Applicable Wiring Diagram for Fuse Positions 


Refer to Applicable Engine Wiring Diagram 
From June 2014 


04.2020 


